SDPD Use of Force Instances 
2012 - 2018 


Counts 


Category 

2012 

2013 

2014 

2015 

2016 

2017 

2018 

CarotidRestraint 

109 

173 

149 

94 

118 

153 

153 

ChemicalAgents 

321 

456 

392 

327 

341 

457 

436 

ControlHoldWOutWeapon 

981 

1,234 

1,453 

1,611 

1,539 

1,743 

1,425 

ControlHoldWWeapon 

19 

30 

45 

45 

51 

53 

65 

DistractionTechniques 

120 

6 

0 

0 

0 

0 

0 

ExtendedRangelmpactWeapon 

11 

16 

33 

23 

70 

55 

51 

ExtendedRangelmpactWeapon40MM 

0 

1 

8 

0 

0 

0 

6 

HardlmpactWeapons 

109 

148 

116 

90 

208 

74 

104 

MaximumRestraint 

284 

451 

564 

634 

1,092 

2,906 

3,303 

Persona IBodyWeapons 

559 

991 

986 

690 

630 

965 

1,025 

PhysicalStrength 

4,601 

7,096 

7,527 

9,060 

9,014 

10,855 

11,913 

PointFirearmAtPerson 

652 

1,105 

1,027 

1,595 

1,717 

1,145 

1,169 

PressurePoints 

178 

312 

346 

341 

262 

0 

0 

SafetyControlChair 

63 

79 

63 

85 

50 

30 

74 

TakeDowns 

801 

1,207 

1,155 

1,186 

1,152 

1,071 

1,166 

Taser 

177 

210 

257 

201 

163 

200 

158 

TaserArcWarning 

4 

17 

13 

13 

17 

51 

60 

Total 

8,989 

13,532 

14,134 

15,995 

16,424 

19,758 

21,108 


Notes: 

In mid-2012 an automated system was deployed in order to more accurately collect use of force data electronically. 
In September 2016, a new system was deployed to collect use of force data. 





